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Dear Joe: 



June 28, 1963 
JH-M-571 


Enclosed are an oaalld and a reproducible copy of 
the Photo-Interpreters Manual for the Type I System. This 
constitutes delivery of Item 1 in our letter JH-M-529 dated 
March 25, 1963. Under separate cover we have supplied six 25X1 A 
copies and one reproducible to John P and one copy to 


CMH: jkh 
Enclosures 

495- 2 

496 - 1A 
496-1B 


25X1 A 


Charlie 
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